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to reveal a hat NEW Ben 10 Tniverse alien = tinlock olisive videos from the n new series. A new alien will be revealed every 
Week plus there's awesome Ben 10 Omniverse prize packs Full of the latest Ben 10 toys to WIN every week! 


Competition starts 31 August and ends 27 October 2012. You must be under 16 years of age to enter. Please see full Ts & Cs online at CartoonNetwork.com.au & CartoonNetwork.com 
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leadz. Welcome to 
October! Well its not really October 
yet ‘cause in magazine-land October 
issues usually come out some time in 
ee \. September Totally weird, but THANK 
gee GOD they do, cause if it was October 
already you would have missed the 
- premiere of Ben IO Omniverse @Opm 
on Friday, September 28. You also 
would have missed Diary of a Wimpy Kid: 
Dog Days which comes out on September 
20, PHEW This issue we look at the 
coolest new games, try a brand-new 
skate trick, look at the best new 
movies, take the Renault Alpine 
uper car for a test drive, give away 
ome great prizes (including a Sony 
Vaio laptop computer!) and heaps, 
“heaps more. Oh, and don't forget 
the awesome puzzles and jokes we 
throw at you every month. Dont forget 1Z ae pee Masti con 
we have the coolest komix in the will have tee 
universe too, Spider-Man and The < completely awesome and 
_ Avengers! CYA KRASH Heads. y ea 


than our old website! Take a 
look at all the awesomeness 
_ and, more importantly, tell 
your friends! 


res for you. Hope you like them. — : 
, Pm James and ris. 
you hear about the wooden car? 


HEY KRASH|'m your 
number 1 fan and your 
mag is way better than 
K-Zone and Mania. | 
love your GameSta 
‘section, it's awesome. 
| also think all the 


~ 


Pe Oa bc ek eas a qu how much i love your mag.The last KRASH 
“th PLEASE dant ae nea mag I gotwas last year. That sucks! Anyways, 
yt ae = : are Shame Shack, KRASH 
fe pF ee ie Klash, GameSta and Cruise Control. Goodbye 
yway, ae WE now, Warning: Pll be 1 Callum ail 
star is Randy Orton. Can please put 2g Se a ae 
him in the 2 My fav subjects in poem ogee eee 
your mag are Shame shack, Cruise - 
Control, Speak Up and WWE. Can 
you. please put a Holden Commodore 
SV6 in Cruise Control? Gotta, Go. 
Bye. PS: Don’t stop making KRASH! 


HEY KRASH I’m Maria and I'm. 11.Walt & 
sute; ’'m a girl! You must be wondering 


My name is rasith and 1 gm 11 
-s old. I have just noticed how awesome your 


KRASH, you're the best - 
in the world. My fav : 
things are Gamesta, 
Speak Up and WWE. 


WWE is cool. | like Triple 
H, Shawn Michaels, Rey — 


Mysterio and more. | 


— took the Simpsons quiz 


and got 9/11. Any way, 
keep up the good work. 
Ryan, Aged 10, TAS 


and packed with 


y favourite part ‘ 
4 also like the fre ut a7 | don’t get mcg 
= oe oney from my mum an 

ag. Recently bees ad every month. | can’t 
fford it but | can get it 
very second month which 
s cool as. It took my mum 
ome money to get my 
osters up and me and my 


Daniel, Aged 8, NZ 


HEY KRASH, 

my name is 

Ben, I’m 10. | 

love getting your — 
magazine. | like 
doing the quizzes" 
and reading the — 
comics. Shame 
Shack and the joke 
are funny. | hope 
you like my picture 
Ben, Aged 10, SA 


sling my 
mags bt ys that | have to save 
to buy da mags. My fave part about 
are da :Shame Shack, da jokes and 
all the WWE section. Whoops, time to go! 


keep reading and buying 
RRRRRRRAAAAAAAAA 


| WE WAN 
| Send your letters, photos, 
drawings and jokes to: ~ 


KRASH Magazine, Speak Up 
PO Box 1382 
Bondi Junction NSW 1355 
Don’t forget to include your address! 
Letter of the month scores a prize: 
_ LEGO Batman 2: DC Super Heroes 
for Xbox 360 


imply tell us in 100 wo rds or less why you ne 
ow). Send in with your age, name and 
82, Bondi Junction NSW 1355. 


.au 
Click on the *Contact Us’ tab at the bottom of the page 
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the United Kingdom have created 
over six metres long, 


half tonnes. A 


A confectionary company in 
a super sized skateboard which measures 


over two metres wide and weighing two and a 


awareness for skateboarding to be inclu 
the initiative was also part of a competition. Schoolchildren were 
encouraged to submit a design of the board with the winner being 
10-year-old, Kate Emslex from Worcester. The sweet brand, Mega 
Mouth, have moved the sporting creation to a permanent home at 
the largest indoor skate park in Britain. Matty Carlisle, an under 
14 skateboarding champ confessed “This is the most awesome 
poard I’ve ever seen and I think it’s fantastic that so many kids are 

keen to see skateboarders compete on such a grand stage.” We agree! 
pe ae 


toppings consisting of 
amounts of poisons sourced 


anned a series of pizzas featuring 


ording to chef, Ismail Ertekin, tiny 


Health officials in Switzerland have b: 
urant. Ertekin defended his 


spiders, scorpions and snakes. Acc i 
from homeopathic remedies were used at his Zurich based restai 
products by insisting “preservatives in foods are much more damaging than my poison | 
pizzas...They were really popular, especially with people who have a phobia 
of spiders or snakes. They used the pizza as a way to get over their fears.” | 
However, health officials investigated the ‘poison. pizzas’ and 

demanded they be removed from the menu. Even though 
the pizzas contained very little poison, Ferdinand I 
UVehili, an Environmental Health Officer said 
i 


“Medicinal products are not food stuffs and 
are not allowed to be an ingredient in food.” 
Ertekin had also been known 
to serve pizzas topped 
with gold 
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A daredevil in France has mastered a ymountain road featuring 


99 hairpin turns on a specially made roller suit. Jean-Yves 
Blondeau calls himself ‘Rollerman’ and completed the stunt 
in Tianmen Mountain in Zhangjiajie, in south China’s Hunan 

province. Rollerman’s custom made suit includes ol rollerblade- 


| 

i 

1 

| like wheels on the torso, back and other major joints which 
| 

| 

| 


enable him to steer his body in different positions at speeds 
of up to 118 kilometres per hour. In just 19 minutes and 34 


seconds, Mr Blondeau sped down. the 10.77 kilometre torturous 


mountain road and specially installed metal track. Originally, . : fe 


Blondeau designed the superhero-type outfit as part of a 
graduation project at an industrial design school, however, has 
since developed 20 advancements ranging from pasic kneepads 


with rollers to the sophisticated Rollerman full pody suit. 
= oe 


Kieron Williamson, 2 nine-year-old from Norfolk in England, 
llionaire after gelling his Jatest collection 


is set to become a mi 
| of 24 paintings for over $375,000. In just 15 minutes, phone 
and internet buyers from all over the world had snapped 
up the talented youngster’s Jandscape pictures. Williamson 
| started painting in 2008 and has quickly transformed into 
an international sensation with artworks selling for tens of 
| thousands of dollars. The most recently purchased pictures 
included two landscapes at around $52,000 each and small 
pastels at almost $10,000 each. The young artist’s success 
| | has enabled his family to move from a rented apartment 
into a grand home in the village of Ludham in the Norfolk 
nfirmed that Williamson will not have 


| Broads. It has been co 
full access to his earnings until he turns 18 with his mother 


, stating “His paintings are continuing to progress and 
| improve - put he is still a normal boy... He makes sure that 
he has time for all the other things he enjoys.” 


,1 WE 
A recent festival in Toronto, Canada, s 
| jovers and their pets celebrating the pond between man and 
ci pest friend. The Woofstock Festival was 
| : = ; y a two day event which has expanded 
: oS e as from a local occurrence into the largest 
: , — of its kind. Organiser, Marlene Cook, 
| -.. claimed “We started small in 2003 in 
the Distillery District...1 wanted to do 
| an event that honoured household dogs. 
; I didn’t realise how popular it would 
| 2 . pecome. It just took off” The festival 
: ; » is now in its ninth year running 
| 
| 


and features & doggie fashion and 
talent show as well as an award 
for the best dressed pooch. This 
year, a Yorkshire terrier named 
Remy, scored the best dressed 

- accolade for his bikie outfit 
~ complete with a black leather 
~ jacket and glasses. 


“have all the intelligence 
they need to communicate with us...But what they don’t have is 
developed vocal chords and voiceboxes. This gives them a voice.” 
It is suspected the animals will eventually use the technology 

to tell zookeepers what they want to eat each day. Jacobs added. 
“Some of them like carrots more than they like beets. I don’t 
want to eat the same thing every day that someone else picks 


Hey Steve, 


for me. I want them to have a choice over their lunches.” Jungle check out 
Island Zoo hopes the tech-friendly apes will also be able to social this new 
network with zoo visitors and allow people to communicate with banana app 


the orang-utans via interactive screens that syne with the iPads. 


A woman with ‘superhuman’ sight has been identified and can. supposedly see 99 million 
more colours that the average person. According to the report, the woman, who can see an. 
incredible range and depth of hues, ig the first so-called ‘tetrachromat’ to be discovered in 
Britain. Weuroscientist at Newcastle University, Gabriele Jordan, alleges the condition does 
not affect men and that there may be more super sighted women out there. Jordan. said 
“Unfortunately, she cannot describe how her colour vision compares with ours any more 
than we can tell a colour-blind person what red looks like to us.” Human vision is based on 
eye cells called cones whereas tetrachromats possess four types instead of three. Jordan 


also added that the super sight may never be used at full capacity with tetrachromats Sj 


“may be trapped in a world tailored to creatures with lesser powers.” 
ee 


A replica of popular landmark, Stonehenge, made entirely 
from scrap cars has been unveiled by a self-taught artist 
named Tommy Gun. The ‘car-henge’ sculpture features 18 

_ scrap cars and took three months to create. Furthermore, 
it measures five metres tall, weighs 36 tonne and can 
withstand a Force 12 hurricane. The installation of ‘car-henge’ 
required cranes to its temporary site on London's Southbank. 


Mr Gun, who has a passion for large sculptures made from 
machine parts, said “The project has been the most amazing 
challenge...It is made entirely from old car parts, which taps 
into my own childhood growing up on a farm where | used 
to love building and creating things with pieces of discarded 


\R-HENGE 


n 


machinery.” The sculpture was commissioned by car 
company, Skoda, to promote their new Citigo car. 


Litres of sugary soft drink were recently consumed as participants prepared for the first 
World Burping Championship in New York. Pizza chef, Tim Janus, was the proud winner 

of the competition when he finished a 18.1 second long belch. after drinking almost four 

litres of Diet Coca. Cola and Mountain Dew. Janus revealed “I was just trying to condense 
all the air in my stomach and bring it to the surface... You just have to force every last bit 
of air up. It’s peautiful, really.” Representative of the World Burping Foundation, Sebastian 
Rothschild, described the purpose of the event as aiming to “restore burping to a place of 

respectability in Western culture, and to remove the stigma that has attached itself to this 
practice during the past millennium.” 
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Ben Tennyson is a 
_ 46-year-old who” 
possesses a watch- 
likedevice, known'as 
the Omnitrix, allowing him to transform into 
vatious aliens: With this power, Ben takes on’ 
evil enemies and protects the world. 


__As a teenager, Ben reflects 
"a casual style. He usually 
_wears brown pants, a black 
~~ and green t-shirt, comfy 


m4 sneakers and the Omnitrix on his left wrist. 


Over the years, Ben has grown up and now 
“represents a true hero. bi 

times but is actually ki 

very passionate about 


nd-hearted, smart and 
his big responsibilities. 


OMNIVERSE PDREMIERESHL FRIEND: _In Ben 10 Omniverse, 

. joins forces with 

FRIDAY[SEPT) 28) 6PM —————"_an alien named Rook 
and together they explore a secret alien city. — 


CARTOON en also receives ongoing support from his... 


randpa. Max. 


Ben's Omnitrix 
transformations arm ~ sesh 
him with incredible alien 
plus in Ben 10 Omniverse, this hero 

5 to an additional 10 alien forms. 


“powers, 
—, has acces: 


ne =. We love all the 
_ personalities of Alex : 
3 the lion's 
Madagascar mates. 


Omnitrix wins us over in the skills 


from the 
Madagascar © 
ho was once 

imal friends; 
ago and has 


movies, Alex is an African lion w 
king of the zoo": With his group of an 
/ Alex escaped Central Park Zoo years 

“since embarked on'many adventures: 


Being a lion means Alex looks like 


_alion, but, did you know he has a 
. birthmark on his right paw? 


“AleX is a positive: - 
- proud and 


character who tries his best to pleas 
“though 'he’can sometimes be‘a'ittle-s 


everyone even 
elf obsesseds= 


~The: Madagascar.crew. 
_ includes Marty the zebra, 


- Melman the giraffe. and.. 
Gloria the hippo. In the 

-latest film, Alex develops.a.romantic interest ina... 
jaguar named Gia. Oooooh! 


In Madagascar 3: Europe's 
Most Wanted, Alex 

demonstrates a new found 
Skill'on the circus trapeze: As 
esses a degree of strength 
sharp claws and teeth! 


a lion, Alex also Poss 
“and speed‘as well as: 


@ TICK ONE @ 
@ 3N0 291L@ 


U\voted/asithe winner atiwww Krashicom au 
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©f201:2, WWE Inc¥All|Rights]Reserved 


24@@)e0a When | was 

five years old | went to — 
my first ever WWE live 
event and | had a blast. | 
told my dad that | wanted 
to start wrestling right 
away. Iwo months later | 
started wrestling, so I’ve 
been wrestling my whole 
life. | feel like I'm a born 
entertainer and | love to 
go out there and put on 

a great show and there's 
nowhere better to do that 
than the WWE. 


Because | had 
trained my whole life in 
wrestling, and done so 
well in college, | was lucky 
enough to get a tryout 
without training in other 
promotions. | went straight 
to WWE developmental 
territory for about about 
six months to a year 


before | was called up to 
the main roster. 


| was a good _ 
student and | tried to 
play all sports. | was on 
the student council and 
| was one of the news 
anchors for our home 
room news show. | loved _ 
being involved in a lot of 
different things — athletics 
as well as entertainment. 


| was 
actually given the 
World Heavyweight 
Championship once but 


I'd like to relive that in my. 


own way full-time so | 

have a Money in the Bank 
contract | can cash in how 
| want to and when | want 


10, 


gga The funny thing 


is my character is based 
on a toned-down version 
of my real-life self. | do 
happen to have blonde 
hair like Mr Perfect, and 

| happen to be really 

good at my job like Mr 
Perfect, so I'll take those 
compliments. But I’m 
such an egomaniac that 

| want to do everything 
better than anybody else. 
And if | went out there to 
become a lesser version 
of Mr Perfect | wouldn't be 
doing myself any justice. | 
don’t want to be the next 
Mr Perfect, | want to be the 
first Dolph Ziggler. 


74ejieta | prefer the 
chance to be myself the 
most and myself is a 
bad guy. My whole life 
I’ve been this way. It’s 
entertaining but it rubs a 
lot of people the wrong 


way. If you're good at your 


KAASH: 
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me:jliger, 


Woods Golf 


od: Burritos 


ng: LIVIFAQ's Sexy, 
and || Know It 


: Caddyshack: 


A hand!sewn doll of, 
me with the Money,inithe 
Bank:briefcase and the 
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The main character in the Diary of 
a Wimpy Kid book and film series. 
Greg is an outcast who is always 
woried about his popularity 

level and personal image. This 
“Wimpy Kid” loves video games and 
cartoons. Greg constantly hatches grand plans 
in the hope to impress girls, make money 

and increase his popularity but they often fail 
miserably. Greg is an awkward guy that we 
can t help but like! 


Manny, the youngest brother in 
the Heffley family is around four 
years old. To Greg, his younger 
brother is constantly spoiled by 
their parents. Manny tends to avoid 

getting into trouble by acting cute or crying. 
But, hey, he’s just a toddler! 


As a mother of three young boys and married 
to Frank Heffley, Susan has her hands full. 
Susan is a caring and loving mother who 
constantly embarrasses her oldest 
sons, Greg and Rodrick, 
with her relaxed 
attitude. Susan is always 
fighting to bring the 
family closer together 
but her efforts usually 
have disastrous results! 


Frank is the father of Greg, 

Rodrick and Manny Heffley and 
husband of Susan Heffley. As 

the main father figure in the series, 
Frank is hard working, strict, and sometimes 
argumentative. Possessing a few similar traits 
as Greg, Frank can be shallow at times, but, he 
always has the family s best interests at heart. 


The best friend of Greg Heffley 
and another major character in 
the Diary of a Wimpy Kid stories. 


As older brother to Greg and 
Manny Heffley, Rodrick plays 
a large part in the Diary of a 

Wimpy Kid series. Rodrick is 
passionate about music which 
he spends more time on than 
schoolwork and often enlists his parents to 
complete his homework. Although Rodrick is 
not the smartest member of the Heffley family, 
he does have skills in manipulating people. 


_ Sometimes Rowley 
s considered the anti-hero 
of the series even though he 
is Greg's best mate. Rowley 
is quite immature and his 
constant silly behaviour 
gets Greg into trouble all 
the time! 


An Indian-American friend of 
Greg Heffley who appears in 

the film series a little more than 
the novels. Chirag is often on the 


receiving end of a practical joke set up by Greg 


but is always quick to forgive and forget. 


In Diary of a Wimpy Kid: 
Dog Days, Heather works as 

a lifeguard at the local pool. 
Greg has a crush on Heather and 
always tries to impress her; however, Heather 
doesn't tend to pay him any attention. 


Patty is a bit of anerd anda 
teacher's pet. She wears big 
glasses and pigtails and has 
been the reason Greg has failed 
various school tests. Patty is very 
competitive and super smart. 


DIARY OF A 


WIMPY KID | 


commit 


IN CINEMAS SEPTEMBER 20 


eo 


Fregley is a bit of a nerd and 
one of the most unpopular 
kids at Greg’s school. Fregley 
consistently tries to be friends 
with Greg and the other 
characters in the series. So, at 
least he tries! 


Holly is the younger sister of 
Heather Hills. According to 

Greg, Holly is the fourth cutest 
girl in his grade at school. Holly 
has been known to have a bit of 
a crush on Rowley despite Greg's 
flirting efforts. 


For full terms and condition please go to www.krash.com.au/terms, or just click ‘Terms and Conditions’ at the bottom of the home page. 


Madagascar 3: 


which sees our favourite exotic animals setting off on 
another adventure. After awakening from a dream, Alex the lion 
_ avid Schwimmer Jada declares the group should head back to New York City. Alex, 
Pinkett Smith and Sacha |. Marty, Melman and Gloria decide to travel to Monte Carlo and 
Boon Cake. seek help from the penguins. But, with Animal Control hot on 
a their tails. the soon extended group musi find a way to get safely 
through Europe. The solution? Jo join a travelling circus of course! 
Will a lion, zebra, hippo, giraffe, four penguins, two monkeys and J 
three lemurs make it to their final destination of home? 


estimated 
production budget 
set for Madagascar 
3: Europe's Most 

| Wanted was $145,000 

_ million! 


The popular 
penguins from 
the Madagascar 
franchise are set to 
star in a spin-off feature 
In a video game based on the _ film due for release in 2015. 
movie, Madagascar 3: The Video 
Game, allows gamers to play as 


Alex, Marty, Melman or Gloria in their There is 
attempt to return to New York City. speculation to 
whether there will 


be a fourth film in the 
Madagascar franchise 


_ “ with Anne Globe, head of 
: ° —— worldwide marketing at 
| The song “Afro Circus” : DreamWorks stating in 
performed by Marty the zebra has June, 2012, “It's too early 
become a popular clip on YouTube to tell.” 


and is featured in various remixes and 
edited videos. What a star! 


Hotel Transylvania has been a long time in the 
making with development of the film starting in 2006! 


Originally, Miley Cyrus was cast as the 
voice of Mavis in Hotel Transylvania but left 
the film in February this year to focus on other 
projects. Selena Gomez was soon announced as her 
replacement. 


In America, the movie's release 
date is the 28th of September 
which is World Rabies Day. We 
wonder if that was on purpose!? 


Director, Genndy Tartakovsky is 
best known for his work of Cartoon 
Network's Samurai Jack, Dexter's 

Laboratory and Sym-Bionic Titan. 


The Hotel Transylvania 
Social Game is due to 
be released on 31 July 
this year along with a regular 
video game for Nintendo DS and 
Nintendo 3DS set for release in 
~ September, 2012. Awesome! 


A Sony Vaio laptap 
computer worth nearly 
Se,000! 

Torch projector 

AS notebook 
Stationery set 
Colaur-Me tshirt 
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lhe weather might not be 
warming up, but the game 
shelves are as the year's big 
players begin to show their faces 


Metroid and Siar Fox selies to 
the Wii U. 


Classic old- 
schooler 
Sonic 
Adventure 

2 is coming 

to XBLA and © 
PSN in spring. 


Did you know that 
_anew study has 
hown that the 
price of a game in 2011 was 

the same as it was in 2003? 
XN 


_RPG fans can look 
forward to a free 
MO called Ultima 
Forever. Quest for the Avatar 
when hits PC and iPad late 


= Wars games, is __ 
hiring fora new first-person 
shooter that will appear on 
current and new consoles -__ 
what could it be? 


hen you think of 
great gaming 
heroes, you probably think of 


uys like Mario, Ben 10, Spyro the Dragon 
nd Master Chief. You probably don’t 
ink of dude made out of a sack - it’s a 
it weird isn’t it? But Sackboy, the star of 
ittleBigPlanet is actually a bit of a legend 
the platforming world. His sidescrolling 
dventures on the PS3 used real world physics 
ke weight and momentum to solve the level 
uzzles. They also let you play with three friends 
t the same time and featured wicked graphics. 
oolest of all, however, was the level editor that 
llowed you to construct, with amazing detail, 
/ your own levels to share 


across the 

Net. All of these awesome 

features make it across to the Vita version, 

including the great graphics. Plus, they've added 

all these new ways to interact with the world 

using the touchscreen and rear touchpad to help 

you get past the puzzles and to make it more fun 
to build worlds. One of the best games on 


Over seven million levels 
have been created by 
LittleBigPlanet gamers 


é20 00,020,800 ,05' 
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Rock Band: Blitz 


f you ever played the big console Rock 

Band games, or even Guitar Hero, you'll 
know what to expect here. Notes for up to 
five different instruments stream across the 
screen and you need to tap the right button at 
the right time to bring the songs to life. This 
time, however, there is no fake instrument, 
you just tap buttons on the controller at the 
right time. This is still a lot of fun and there 
are 25 new songs to enjoy. 


UW: heard something that was 
very interesting the other 
day. A developer told us that 

they track how long people play 
games and only 20% of people 
actually play all the way through 
to the end. How crazy is that? That 
is only one in five dudes that see 
the story all the way to the end, or 
play the last big bad boss battle 
or solve the last puzzle. It makes 
you wonder if it is worth playing 
games all the way to the end. 


There are obviously games 

that don’t have a real end to 
them. Fighting games, racers 
and sport titles, for example, 

are all about just playing for fun 
and don’t have any real end to 
reach. Minigame titles and party 
favourites like Just Dance 4 aren't 


- you just turn them on and 
play for a while and then 
switch over to the 


games are like this. 


Nowadays, 
most 
games 


« to enjoy. You'll meet 
= arange of 

» characters 

© and follow 

s them on their 
© journey as they 
» get past hard 

* puzzles, battle 

« challenging enemies 
* and discover cool parts of the 

e world. Sometimes it is just text to 
- read, but more and more we are 


feature full stories 


seeing proper voiced heroes and 


, cutscenes that feel like movies, 
® both of which help to tell a tale 


that has an ending you can reach 


> and enjoy. 


It is definitely worth finishing 
games like this. Most developers 


= make the endings the biggest and = 
exactly big on their endings either = 


best part of the game. Not only 


do you get to learn what happens .; 
* to the characters, but you usually 
. have all the items, weapons and 

next title. But not all © 


spells in your arsenal to take 
on one last 


| There is no set length fora 
| video game. The standard 


| single player will go for 


about 8 to 12 hours, but some 
| RPGs can go for 50 or even 
100 hours! 


massive challenge. A great 
ending can stay with you for 
years. Plus, what if there is a 
sequel - you'll start to play it 
and you won't know the full 
story from the last game. 


So you should be the one 
in the five that finishes their 
games KRASH Heads - it’s 
totally worth it! 


Finally, after four long years, legendary 
racing experts Codemasters have 
announced a sequel to their race series 
GRID. As with the original, the game 
focuses on super fast cars, really close 
races and big crashes across a range of 
classes and locations. In this screenshot 
you can see an off-road track, with a driver 
sliding into the corner: don’t the graphics 
look great! Sadly Australia will not be part 
of the game, but we're promised a range 
of tracks across three continents - we 
cannot wait to hear more. 


NF TRACE STARS rss, 300,°0 


In more racing game news, 

the fantastic Formula 1 world 
championship is getting a spin-off 
game that closely resembles Mario 
Kart. As you can see in this screenshot, 
stars like Mark Webber and Fernando 
Alonso have been shrunk down onto 
little karts, although they still handle 
kind of realistically. As you can also 
see, the track design is completely out 
there and it looks like we can expect 
crazy loops and death defying stunts. 
Four-player splitscreen has been 
confirmed, and there will be power- 
ups to collect as well. 


See WA 
as 
UN -] ORD O i A DORMA 
» Yes another legendary movie 


: _ trilogy is getting turned into 

_aLego platform adventure 

_ game, which is awesome 
_ news for us! There are a 

> _ couple of interesting changes 

_ to the formula: there is less = : 

slapstick humour this time, : ae _ ' 
_ with actual voice work from : 

: _ the movies used to help tell 
_ the story. Other than that, 

_ however, it seems like the 

_ same fun experience that 

_ we are used to. In this shot a 2 

_ you can see one of the most : 

_ famous scenes from the first 

_ film, as the fellowship battle 

a giant Cave Troll in the mines 

of Moria. Looks challenging! 


THE HIP HOP DANCE 


After their success with the 
Michael Jackson Experience and 
the Black Eyed Peas Experience, 
developer Ubisoft is going for a 
whole genre with its next dance 
game. As the title suggests, the 
focus is all on Hip Hop, with 
artists like Snoop Dogg, Nelly 
and LMFAO part of the 40 songs 

> on offer. As you can see in this 
shot, there are multiplayer modes 
to enjoy, and the dance moves 

1 aren't like other games, but 

. specifically designed to match 
the beats found in the genre. It’s 
going to be tight, ya'll. 


ae A, 
FORTNITE Not YET ANNOUNCED C= 


This is one strange, but very 
interesting game. You are a 
survivor in a ruined world that is 
filled with violent creatures. Your \ ( 
job is to go out scavenging for 

bits of stuff in the world with other 

players, that you then use to build 

your fort. You can see someone 

doing just that in this screenshot, ‘ 
even as creatures attack. While 
exploring and surviving against 
waves of these varied enemies is 
part of the fun, it’s the construction 
of your fort which sounds the 
coolest. You're totally free to think 
up and try any whacky designs you 
can imagine - sounds like fun. 


Few things are as awesome 
as two giant machines going 
to war, which is one of the 
reasons why we love Hawken 
so much. This is a Mech 
game, where you are the 
pilot of one of these human- 
shaped tanks able to dash, 

* __ sidestep, jump high into the 

air and spin 180-degrees. 

They're big and heavy, but 

this game has managed to 

keep the combat super fast 
and addictive. You can see 
two dudes going at it here, 
using their customisable 
weapons and upgrades. Also 
check out the detailed world 

| you fight in - this is one good 

looking game. 


g games - - that’ ‘Ss an 
Linbreqe@iele rule, right? 
ing your dad‘ ‘s car for 


a ally considering 
new adventures 


2, YOU are presented _ 
ree differen ways to 


ee. 


° have some fun with the circus- 


themed minigames. 


In the story mode, you'll 


> be greeted by lots of funny 


dialogue and performances 


© from all the stars of the movie. 
, It’s pretty entertaining, we must 
© say, although the story is kind 


of basic compared to the movie 
itself. However, when it is time 
to play you are asked to explore 
through a 3D world in order to 


. find objects that are need to 


help the hero's circus succeed 
so that they can make their 


e way back to their home. It’s 
$ similar platforming that you‘d 
e know from many advent: : 


Be, SPECIAL 


titles - especially those from 
other film games like Ice Age - as 


® you navigate past the challenges 


placed in your way. 


Each hero has different abilities 


» and special moves you will need 
, to utilise and you can either 
© switch between them with a tap 


of a button, or a friend can play 


° with you. As usual, playing with 


a friend is awesome. It’s also 
cool that you have to use your 
new circus skills - like walking 
on tightropes and being shot out 
of cannons to make your way 
through each mission. And when 
you're not completing specific 
tasks, you'll find minigame 


activities like collecting lots of 
things (which can also unlock 
new abilities) or escaping the 
evil rangers. In fact, there's no 
fighting in the game, which 

is a bit disappointing, instead 
you need to be careful not to 
get caught by the rangers in 
the world who want to lock 
you away. 


Speaking of minigames, 
perhaps a lot of fans of the 
movie will head straight to 
the Circus minigames. These 
have you doing a range of 
crazy things and it can be 
good fun competing with your 


, feel a little repetitive, but the 


friends to see who is the best. 
For example, you might get 
shot out of a canon and have to 
-guide your hero through hoops 
collecting things onthe way. _ © ‘critters will get thems 
You may need to throw food » next time! 

out-to people in the crowd as : 
they greedily call out. Or use 


a trapeze and a trampoline to _ WHO IS IN 

jump up collect things from : 

crazy heights. You get the idea. — THE GAME? 
e 


Movie-based games aren't 
renowned for blowing away Playable ‘ 
gamers with their amazing ] 
visuals and while this game and ® Alex the Lion 
the characters look decent, it’s | _ ela) as ee 
not as amazing asthe films. © Gloria the Hippo 
Still, itis nice that each of the © Mel the Giraff 
stars has their own animations — ean Hie Siete 
and it is cool how people in the 7 ; 
street get scared when they see Non-Playabiec 
you coming. _ @ King Julien 


@ Maurice and Mort 
@ The Penguins 


If you're a fan of the 
Madagascar films, then this 
is definitely worth a look - @ Stefano the Sea Lion 


especially if you have a friend © Vitaly the Siberian Tiger 
to play with. Sometimes it can 


© Sonya the Bear 
@ Gia the Jaguar. 


The handheld versions ofthe | 
game play slightly differently. | 
| They are sidescrolling 
platformers where you need 
to perform stunts, avoid 
animal control rangers, play 
through sneaking missions 
and build hype for the circus. 


NAME: Terrafin 
Catchphrase: It's 
Feeding Time! 
___ Primary Attack: Shark 
| Punch / 
| SECONDARY ATTACK: 
Earth Swim 
UPGRADES 
INCLUDE: Brass 
Knuckles, Mega 
Bellyflop, Razorfin 
AWESOME 
BECAUSE... This 
Skylander could 
very well have 
the coolest moves 
in the whole game 
with Shark Punch and 
Mega Bellyflop. Sure to 
strike fear into all 


NAME: Prism Break 
CATCHPHRASE: The Beam is Supre! 
PRIMARY ATTACK: Energy Beams 
SECONDARY ATTACK: Shard Summon : 
UPGRADES INCLUDE: Chained Refraction, Crystalline Armor, Focused Energy 
AWESOME BECAUSE. .. Few things are as awesome as having jewels for arms - : 
Prism Break couldn't be more Bling. But did you hear about how he got them? This _ evildoers, this is 
|_rock golem was minding his own business underground one day when a cave-in one mean looking — 
_ buried him for 100-years. When he was finally rescued by miners, the weight of the dude, although he 
rock had turned his arms into gems with powers. Good on him for using that power : ’ 
_ for good instead of evil. 
_ TRIVIA: Prism Break shares features with two Ben 10 Heals Diamondhead ) patrol the dirt A 
and couastone — ce _ : cean as other dirt 


_ NAME: Bash 


| CATCHPHRASE: Rock and Roll 


__ PRIMARY ATTACK: Tail Swipe 
SECONDARY ATTACK: Rock Roll 
UPGRADES INCLUDE: Iron Tail, Mace of 
Destruction, Gaia Hammer 
AWESOME BECAUSE... Simple name 
isn't it - Bash. Bet he can bash things 

_ good. Well, you'd be right! With his super 
thick outer armour he can roll into a ball 
and punch his way through most of the 
obstacles and enemies that get in his way. 


he was too heavy. 
Instead he would 
roll into a ball 

and try to get so 
much speed he'd 
shoot into the air. 
It never worked, 
however, it did give 
him the skills he 
needed to become 
one of the great 
Skylanders. 


TRIVIA: He looks a — 
bit like Gronckle 
from How to Train 
Your Dragon. 


_ However, Bash has a sad story - he always ° 
wanted to fly like the other dragons, but 


wave turned all the di 

he became a champion boxer. 
Ready for a third career, he i 
nowa Skylander! 


Catchphrase: Come ‘Rang or Shine! 
PRIMARY ATTACK: Stone Boomerangs 
__ SECONDARY ATTACK: Boomerang Shield 
_ Upgrades Include: Stonefist Traps, Dervish Shield, Volcanic Glass Boome 


\WESOME BECAUSE... Aussie! Aussie! Aussie! That's the first thing to pop into 
mind when we see Dino-Rang. Not only he is a green dude with gol 
our, but he uses Boomerangs to take on the world. He was suddenly 
pped into the Skylands from a world far away (and possibly down under) _ 
“and has since gone on walkabout in this strange land as he seeks out the 
fabled Twin Diamond Boomerangs, fighting bad dudes on the way. Just don't _ 
call him a Dragon or you will make him mad: he is clearly adinosaur! 
TRIVIA: His soul gem ability is a reference to ihe oe iw Zelda, a gam 
S Me also Jestures a Societe 


J ver,and, games are breaking out | 
like zits all over, store shelves 


DID YOU KNOW? 


Perhaps the coolest new 
feature is the Footy Factory. 
This is where you can create 
your own team and players - 
so you can put yourself in the 
game and pull off a big hit on 
Dave Taylor: awesome! 


WORDS BY CHRIS STEAD 


Each year 
in late 
September, the 

developers over at 
EA lace up their boots, 
don their jerseys and 
trundle out onto the 
field with their latest 
and greatest soccer 
experience. 2012 is 
no different and yet 
again we're super 
impressed by how 
good ajob these 
guys do at bringing all 
aspects of the sport 
into one game. You've 
got local competitions 
- including the 
A-League - 
internationals, a full 
management mode, 
incredible online 
play where you can 
have two full teams 


GAMESTA HEAT woes 


of humans go at it and incredible 
detailed animations that bring the 
game to life. Each year there are 
big improvements and this year it 
is all about making the gameplay 
more realistic. You now have to 
tum and trap aerial passes and 
take more time to get control of 
the ball, which is just like real life. 
Also, your teammates now think 
two plays ahead - so not only does 
the closest player run into a gap to 
receive a pass, but the next guy. 
too. These are little things, but they 
make this huge game even bigger. 


ALL FORMATS 


There is another big soccer 
game coming out next month - 
will Pro Evolution Soccer 2013 
be even better? 


@eeeseeeeeeeeeeseeesee ee eee eee eee eee eee 
eeeeeeeneeneeee eon eee eee eee ene eee ee ene eee 


PS3, 360, PC 


rw) 
& 
a 
nan 
fe 
o 
Xo} 
m 


I 


o 
oto) 
OO 

(a) 

oS 
= 
O 
SEE 


ab O p and do 0 doa aq coo p 4 
= a seesa ootpa piaye ode 4 
e peat o a ay NETOre C O a ioo O Dad fa 4 
i) a a ge pre a e Ci = pa 4 
a d add Pa 0 a CO Ore e | 
2 o allende old O a se: ean sei aoe z 
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DID YOU KNOW? 


Tekken Tag Tournament 2 is 
also coming to Nintendo's new 
Wii U console. 


GVvals ie SGYOM 
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POK EMON CONGUES y 


& FORMAT:DS 


HOW DO! 
UNLOCK? 


2rz3XFCKmR 
molga: 
nm3kqgN8X 


= Gible: 
UNLOCK RARE J3mmJr9rxX8 


POKEMON. 

Head to the 
Password section 
of the menu and 
punch in the code 
below to see a 
swarm of those 
Pokémon appear during 
the next month: 

Axew: BqWxXEK3xg 
Beldum: CMqkZRRSRX 


GfV33RVN3F 
arvesta: 


illigant: RwGxLbHRRk 
usharna: IMYXwqtHgL 
shawott: frCcLRpXG88 
Panpour: CNZF3wpq3x 


AND THE 


EMPEROR'S TOMB 
im FORMAT: 305 


HOW DOI % AVATAR AWARDS 


UNLOCK? S Complete the following 


© objectives to unlock new 

© fashion options for your avatar 
© Goblin Hoodie: Beat the game 
Wreckateer Hoodie: Complete 
half the levels 

Wreckateer T-Shirt: Complete 
the Tutorials 


¢ @ FORMAT: 360 


HOWTO UNLOCK THE 
SECRET CHAPTERS. 
There are two secret 
chapters to find in this game. 
The first is called Marie's Test © 
and it is unlocked by finding 
all 18 scrapes of Phantom 
Notes and bringing them 

to the man that’s standing 

in front of Raphael's house. 
The second is called Meeting 
Fondue and it is unlocked by 
completing all the sounds 

on the Master Instrument. 


Chimehar: DNB3x2gCgk & Pansage: 6xSG8UCAZR 
Cincinno: vVALFrGTXX & Pansear: niE33w9rwM 

Croagunk: LKpk8FROR8 *% Pikachu: FZP8GqRZRR 
Darmanitan: pK5RgzqLG8 8 Riolu: Shw8mxRAJR 

Deino: 8rf3XPwvJw 8 Scyther: 8GV3LMGrnM 
Dratini: Sr5Z5GqAgR & Sneasel: Rc338MpqLx 

ae ae eqCgRvXwXX © Zorua: CTeFEMMeUM3 

= ee ee ee ee % 


THE AMAZING 
SPIDER-MAN 


= @@ FORMAT:ALL FORMATS 


UNLOCKING COMIC BOOKS. 
< As you find Pages around the 
city, you'll start to unlock full 
comics you can read. This is 
how many you need to collect 
to get these classic comics: 
ist Spider-Man Comic: 5 Pages 
ist Lizard Comic: 15 Pages 
; Modern Lizard: 30 Pages 
ist Rhino Comic: 50 Pages 
1st Scorpion Comic: 80 Pages’ 
% Ist Black Cat Comic: 125 Pages 
& Vs. Vermin: 175 Pages 


& 

& 

$ 1st Iguana Comic: 250 Pages 
% ist Gwen Stacy Comic: 350 
Pages 

ist Smythe Comic: 500 Pages 


UNLOCK BONUS COSTUMES: 
Go to the following areas or 
complete the required task to 
find these cool costumes 
Big Time Suit: InTimes Square 
behind the red seats. 
Classic Black Suit: Under the 
gazebo in the narrow park, 
just left of the main Oscorp 
Building that is downtown. 
Classic Spider-man Costume: 
Activate the Rhino Challenge 
DLC 
Cross Species Spider-Man: 
Complete the game on any 
setting 
Future Foundation Suit: Look 
behind the petrol station about 
one block right.of the north 
bridge: It’s in a small alley 
> Negative Zone Suit: Look on top 
of the Beenox building, which 
is the second building inward 
; from the Brooklyn Bridge. 
> New Black Suit: Complete the 
> game 100% 
Scarlet Spider Costume: After 
you have received the camera, 
head to Central Park and from 
> the fountain, move north until 
you see a bridge. 


COCOOOOOOCOGOOOOOS 


QODOGOOO OOO OOOO OOOIOT 


dares. AND THESE RIB TICKLERS. 


Q: What is black, 
white, green and 


The Avatar Supercar 


oe 


a 


_ script is already great. 


Chris Rock 
(PLANES Marty the 


ebra in Madagascar 3: 
urope’s Most Wanted 


_KRASH: 
CHRIS: Yes, for instance 
the “Afro Circus” song 
| came up with. So, | 
do a little singing in 

4 Madagascar: 


_ Europe’s Most 
Wanted... 


CHRIS: It’s different. 
It’s similar to doing a 
ead-through! The thing 
_about voicing a 
_character is that 
they almost pay 
you to overact, 

as they want the 
most exaggerated 
ersion of you. And 
hen occasionally there 
re some scenes that 
_really require emotion, 
which is when you are 
asked to turn it down. 
That's when the directors 
step in and help you 
_out. And the other good 
hing is that you can 
ome in to work looking 
_like you want. It’s a very 
liberating experience, 
and | like it a lot. 


KRASH: 


CHRIS: | just like that my 
character accepts nothing 
and questions everything. 
He asks himself things like 
“Why do | have to live in 

a zoo?” So, | like that he is 
not at all complacent. 


CHRIS: A lot! It’s fun for 
me. | am encouraged to 

8 do it just to give different 
2 flavors of the line, and 

then they run with it; but 
« | don’t improvise to save 
S anything, because the 


_ go through in this third 
adventure? 


CHRIS: With Marty 

t's always about the 
question: “Where do | 
belong?” He is a zebra — 
he is black and white... 
So, he is kind of always 


rying to figure out where ¢ 


he belongs. And what we 
always end up finding 
out Is that he belongs 
with his friends. That is 
One of the messages of 
hese movies. 


SH: In Madagascar 
3: Europe’s Most Wanted 
the zoo animals join a 
_ travelling circus. What 
_ does that element add to 
it all? 


& CHRIS: It helps bring a 
& lot of comedy and adds 
» so much color to the 
© movie. 


: Did you go to 


the circus as a kid? 


& CHRIS: Yes, | did! When 
- | was a little kid | thought 
_ | was going to bea 

» clown. And | guess | am 
© one... 


a: How would you | 


& compare Madagascar 3: 
_ Europe's Most Wanted 
_ with the previous two 


films of the series? 


- CHRIS: | think it’s 


the best one. In the 
first two you are still 


_ explaining who these 


characters are, but now 
_ we have figured that 
- out and can really go 


on an adventure. And 
it works! It’s kind of a 
road comedy about a 
bunch of friends on the 
run from the law. It’s 
almost like Thelma and 
Louise with animals! 
Madagascar 3: 
Europe’s 
Most 
Wanted 
is the 
most fun 
film of the 
series. 


EE 


RBY IS BACK IN STORES THIS MONTH, 


_ ANDTHE ADORABLE PLUSH PET HAS NEVER 
LOOKED BETTER. 


Just like you and your mates, not every Furby is alike. 
have a distinct Personality and how you care for 
ill determine its mood. Play nice and your Furby 
but get rough and Furby might get naughty. 


s through crazy new robotics 
ressive LED eyes. Tickle Furby and 
eed it a hot chili and prepare for 
and watch it rock out. 


LAB RAT: 
MICRO 
_ CHARGERS 

TEST 
RESULTS: 
Build your 

dream 

race track 

and even 

connect 

your circuit 

with your 

friend's 

tracks to 

create 

an epic 

challenge 

for these super 

charged micro 


| TEST RESULTS: Scooby and the gang take to 
_ the high. seas as they try to uncover clues from 


Redbeard, and get lost ina 


RATING: EEEES2S008 


a vanished crew, are captured by the notorious _ 


swamp with a terrifying pirate. 


ee 


: LAB RAT: CONNECT 4 LAUNCHERS 
| @ TEST RESULTS: Also brand new this 
___ month is an old game with a cool new 
twist. Launch discs onto the dual-level 
grid and be the first to pile up four discs 
to win. There are three game modes to 
master with your mates. 
RATING: BESSS22228 


LAB RAT: : 
MONOPOLY MILLIONAIRE 
TEST RESULTS: You've 
never played Monopoly like 
this before! Say ‘goodbye’ to 
Park Lane and ‘hello’ to gold, 
diamonds and private jets as 
you wheel and deal against 
your Opponents to become 
the first millionaire. 
L _RATING: Lela 


48 BAT TWISTER DANCE 
GAME 
TES! RES JIS Jointhe 


dance revolution and learn 


how to bust a move with this 
ockin’ game. The speaker 


ox lights up in time with the 


beat fo tell you which coloured 
square to step on until youre 


Gancing down the house. _ 


RATING: hil 


al 


Find a nice flat smooth 
area. Plan your run 
UD and where you're 
going to do the nollie. 


Remember to 
land with your 
knees bent. 


Avengers... 
ASSEMBLE! 


Sigh. I'll have 
to build another base 
and amass an all-new 
army of followers to 
continue my quest for 
world domination. 


7“ enn 


7 That could 
take weeks, with 
my intellect! 


a o 


Yep. 


TM & © 2012 Marvel & Subs. 
mg Ba Pt ee 


Tim not 
goin' down! I've Sp 
got just as much 
gamma strength 

as you, Hulk! 


You're 
no different 
from me! 


Fish-head 
wrong. Hulk is 
different. 


Hulk have 
friends. 


MARVEL ADVENTURES 7 


New York City. 


Who- ty Spider-Mayv 


Dady met him 4 & Buthe sayy Spidey’y —===— - | SPIDER-MAN’/S 
aw couple times, | not as BEEN A TERROR ON 


Dady w cop. most people think. ; ; THE AMI ee" 7 
, HA 


SN'T HE? 


Nope 

A WAR. THIS |S . : : INCIDENTS OF LATE, SURE. 

yisecraucerue | ae eae 
RIGHT NOW IT'S A MW : IT'S NOT SO SURPRISING 
MAPHOUSE. 4 eB HE’S GOT THEM ON HIS 


OWN AGENDA. 


WE GOT INCOMING 
REPORTS OF A SEVERE 
PISTURBANCE, AND AN 
ANONYMOUS TIP THAT 

CTA ee AlNe) 


EVER...NEVER 
HEARD OF 
HIME 


T AIN'T 
TELLING NOTHING! 
N-NOTHING/ 


OUR SOURCES WE'LL NEED 
CLAIM THAT SPIDER-MAN YOU TO GET 
HAS BEEN SEARCHING FOR 
CLIVE BARABY, THE NEW 
YORK SUPREME COURT 
JUPGE. ANY COMMENT 
ON THAT? 


LET'S GO, 
MEN! 


Dad wowt talk about 
Spider-Mow much at 
Ul, though. 


PLEASE 


7 YOURE 
AL { TeL Me you 
| \e0r THats aRRest. 


So-D’vehadto-searcdvfor 


GET A , 
Spidey -Info- elsewhere. COMMENT? een 
‘- a CANI ASK — INTERVIEW? 


YOU SOME 
=\ QUESTIONS? 


_{ THAT WAS 
_\ AWESOME! | 


COOL IT, 
LIEBER...THAT'S 
GWEN. CAPTAIN 
STACY'S 
DAUGHTER. 


WHAT'S ‘B 
SHAKING, 
GWEN? 


I WAS WITH 
PAP WHEN HE GOT 
THE CALL, AND I ; 
DECIDED THIS WAS A IT'S ABOUT 


COOL CHANCE TO "SPIDER-MAN. I'M 2 
WORK ON MY GONNA TRY TO GET 
CLASS PAPER. IT PUBLISHED IN THE 
\ PAILY BUGLE. 


I’M APPLYING YEAH? 
FOR A WRITING eae 
INTERNSHIP THERE... $ H 
S > ' JUST STAY 
TERVIEWS.” ik AWAY FROM THE 
: o : BUILPING OVER 
te Z THERE, AND YOU 
go SHOULD BE 


FINE. 


é ANY COMMENTS ON SPIDER-MAN'S WAR 

/ . WAIT/ CAN AGAINST THE TORINO CRIME FAMILY? 
T INTERVIEW BO YOU THINK SPIDER-MAN'S A HERO? / 
YOU GUYS ~ A RIVAL GANG MEMBER? C 


SORRY. \\ TALK TO THE 
Dee alana ONLOOKERS IF YOU 
NOW. WANT, BUT STAY OUT 
3 OF OUR WAY, OKAY? 


2, [ DON'T THINK | 
HE'S EVEN 
REAL. 


Lwish 1 could interview — 
Spider-Man. I'd ask him, _ 


SAW . 
SOMETHING. Ye 
BUT NOT : 
SPIDER-MAN. 
DUDE-- 
THAT DUDE OVER 


THERE GOT TOTALLY | 
SPIDER-WEBBED/ J 


IT'S SUSPICIOUS HOW 
SPIDER-MAN JUST STARTED 
SHOWING Ur ges MONTHS 


GOT 
A CALL THAT. 
SPIDER-MAN'S 
TEARING THINGS 
UP AT THE 
PITTMAN 
DELI! 


HE'S GOT 
SUPER-POWERS. AREN'T 
THOSE PEOPLE SUPPOSED 
TO BE, YOU KNOW, IMMORTAL? 
WHO WAS HE BEFORE HE WAS 
SPIDER-MAN? THINK OF THAT. 


TM & © 2011 PACIFIC ANIMATION PARTNERS LLC “MONSUNO” TM & © 2011 JAKKS PACIFIC, INC. ALL RIGHTS RESERVED. 


Mild themes 


ROWLEY’S 
SUMMER SHIRT 


Poor old Rowley’s brought his most boring 
shirt on holiday. Help him out by drawing a 
fun summer picture on it! 


IN CINEMAS SEPTEMBER 20 


ROWLEY 


q 


MANNY 


s CHRIAG 


FREGLEY 


> 
G 
ue 
u 
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running ‘up and down the corridor 
41 when suddenly some people 
cnocked me down. They stole my 
pants and I was in the middle of 
the corridor in my undies. Then 
everyone went into the corridor — 


because it was time for dinner. 
They all saw me in my undies 
trying to get my pants on and 
they all started laughing. I stayed 
at home for a week after that. 


| At my school I was oing 
fractions and suddenly i 
farted. But it wasn’t a normal 
fart. It came out runny and I 
pooed myself. Someone said 
EWWWWW/!What’s that smell? 
Someone sitting next to me 
shouted Zayn pooed himself! I 
went to the canteen where my 
mum. works and told her I had 
pooed myself and she laughed. I 
went and got some new 3 : 
and when I walked in everyone — 
laughed. My face went red 
and I thought I would die of 


,; Last year 2 

, Out for PE 

friend coz we had to on our 
homework. My friend turned. on 

! the radio and my favourite song 

1 started so I stood up on the table, 
took off all my clothes off exept 

1 my undies, and started dancing. 
After a while I looked back and 
saw all my class was back and 

! they started to laugh at me.1__ 

1 was so embarrassed, Please don’t 
‘mention my name if u post this 


This months 
Shame of the Month 
story scores a copy 

of LEGO Batman 2: 


ENTER ONLINE 


You can also enter the Shame Shack 


2 DC Super Heroes 
online. Get onto the web and go to 
www.krash.com.au and go tothe —__ KRASH Magazine 
Shame Shack box. Don't forget Shame Shack 


your-age, name and address! PO Box 1382 
: Bondi Junction 1355 


Mild violence 


jd all related characters, its a 
'§ LOGO, WB SHIELD: ™ & © Warner B 


CHOOSE YOUR PLACE ON THE BRING TO LIFE 
SKYLANDER PORTAL OF POWER™ IN THE GAME 


BRING THE SKYLANDERS TO LIFE! 


www.skylanders.com 
“S53 @ Wii “=°83Ds. 
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